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TAGS: AORG, OCON, IAEA 

SUBJ: IAEA/WHO WORKING GROUP MEETING ON CODE OF PRACTICE FOR 
RADIATION STERILIZATION OF MEDICAL PRODUCTS 

1. MISSION HAS RECEIVED LETTER FROM AGENCY (R.N. MUKHERJEE) TO 
DR. C.W. BRUCH, FDA, NOTING PLANS TO CONVENE RESTRICTED WORKING 
GROUP IN APRIL 1974 TO CONTINUE WITH REVISIONS OF IAEA/WHO RECOM- 
MENDATIONS FOR RADIATION STERILIZATION OF MEDICAL PRODUCTS. 

AGENCY HOPES TO COMPLETE WORK ON NEW VERSION OF RECOMMENDATIONS 
IN TIME FOR PRESENTATION AT AGENCY SYMPOSIUM ON THIS SUBJECT TO 

BE HELD IN BOMBAY NEXT YEAR, IN ORDER TO PERMIT FURTHER DISCUS- 
SION BY LARGER GROUP OF EXPERTS FROM MEMBER STATES AND, HOPEFULLY, 
REACH AGREEMENT ON FINAL VERSION. 

2. AGENCY INQURES INFORMALLY WHETHER OR NOT BRUCH WOULD BE IN 
TERESTED AND AVAILABLE TO PARTICIPATE IN WORKING GROUP AND SYM 
POSIUM AT AGENCY EXPENSE. 

3. ORIGINAL LETTER VUCHED AMMONS, AEC, FOR FORWARDING. ADVISE. 
PORTER 
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